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"Deus Ex Machina" (A Few Months Back...) 
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The universe was expanding out of proportion to interatomic symmetry, therefore [ Insert 
Name Here ] had to insulate the universal expanse - ad infinitum - and shrink the atom (all) 
accordingly. 

(Believe it or not, people(s)). 
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